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INSTRUMENTS 

DIVISION OF ENGLISH ELECTRIC CORPORATION 

111 Cedar Lane Englewood, New Jersey 

Telephone: LOwell 7-0607 


To: 


r 


INVOICE 

Shipped to: 


L 

DATE: 



1 

25 X 1 A 


JtofM&tr 6 . 1961 , 


YOUR ORDER N 




Shipped via: 
Date: 


# SK-y?* ** 


TERMS: NET 30 days 

F.O.B. our plant unless otherwise quoted 


ITEM 

maMMM 

QTY. 

TYPE 

DESCRIPTION SERIAL NO. 


1 

CT.I3X3 

Unlwft&l drifts Mi3k2/Q5Q 


1 

TF.1J13 

InetvactOen Haaaftl 




IftllMyr sajmw CTtge. 




10 m 




QUmNe In Fall ^M«nt 10/87/61 




i.qiiu;vtH.sHn __ 

iOtT v ' - ct.Ac'T. n " 




-■ rc ;j ^ 

r y| E wER: ,0.1 0956 


UNIT PRIC, 


YOUR ORDER NO. 


390 . QC 


EXTENSION 
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